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L. iCr. 4 *pss^ 2 ^C^ 2 iSS:'or -£"2^ delivered to^f^^SsSSSSL a 
clear plastic cylindrical container one and one-quarter inches in 
diameter and four and cne-quarter inches Ions. . The" container -as 
divided into tiro sections, one of which v/as one and one-quarter, 
inches long- The center of the circular plate dividing the trro" 
sections was perforated by a small hole. Other than this hole the 
saallcr section had no opening. The larger section vras closed 'at the 
end a'. ray fron the snail perforation by a friction lid the width of 
the tube's diameter. In the larger section —as a collapsible tube 
which had been equipped v/ith a needle. Inside of the container were 
also sore coffee colored spots which had a mu3ty odor. _ 

2. stated that two Russian agents were siesed in 

the last July. Each of then carried one such 

cylinder. They stated that the collapsible tube contained a drug 
which, when injected into any part of the body, would render the 
victin completely amenable to the guidance of his captor for an 
inn® finite period of time. The victim could rail:, stand erect, 
would show no evidence of narcosis. ' • 




3. • One cylinder was turned over to an Army field nedic.il 
laboratory and the report of their attempted analysis is attached. 

A list of possible agents not tested for is also attached. This 
list iras checked with cor IledicaL Division to make certain no sig- 
nificant drug used by the Russians had been omitted. They were net 
informed as to .the specific purpose of the list. These drugs will 
be considered in any future analysis. 
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